I

304
KXI'KRI MENTAL   Si'tKNt'K.
Ill
then take the bright point in a pair of clean the larger part off, then touch the ed&v of with  Canada balsam, and   put   It   in  posit These little plates of mica are viewed in I as the Newton's rin^s.
It is perhaps hardly necessary to say pared a good mount of the mica plates, i Inclose it. under a cover, as soon as eonvei dust.
MicRosrorrc OIISKRVATION* OF VIIIRA
A metal rod fixed in a vise at one end glass bead attached to the other end, const i
